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Disclosure to Promote the Right To Information 

Whereas the Parliament of India has set out to provide a practical regime of right to 
information for citizens to secure access to information under the control of public authorities, 
in order to promote transparency and accountability in the working of every public authority, 
and whereas the attached publication of the Bureau of Indian Standards is of particular interest 
to the public, particularly disadvantaged communities and those engaged in the pursuit of 
education and knowledge, the attached public safety standard is made available to promote the 
timely dissemination of this information in an accurate manner to the public. 




Mazdoor Kisan Shakti Sangathan 
"The Right to Information, The Right to Live" 



IS 9418 (1980) : Dimensions for Mounting Flanges for In-line 
Fuel Injection Pumps for Multi-cylinder Compression 
Ignition Engines [TED 2: Automotive Primemovers] 




Jawaharlal Nehru 
'Step Out From the Old to the New' 



■K^y / 1 juaaaws^fea rs^^TTF^ 



2*S< W I *>S*V2^NK^ 



^frcvvv^ 



Satyanarayan Gangaram Pitroda 
Invent a New India Using Knowledge 



Bhartrhari — Nitisatakam 
"Knowledge is such a treasure which cannot be stolen" 




.^^_ 



• 




BLANK PAGE 



*rt*2V^ 





PROTECTED BY COPYRIGHT 



UDC 62V436-038-5 - 218 : [ 621'643'412 ] : 006'78 



IS: 9418- 1980 



Indian Standard 




o 

Q 



o 
Q 






a 
a 

LU 



CO 



£ 

.9* 
"5 

o* 

UJ 



a> 

3 



o 

Q 



£ 
£ 
o 



CO 



C 



E 

o 



( Reaffirmed 2006 ) 

DIMENSIONS FOR MOUNTING FLANGES FOR 
IN-LINE FUEL INJECTION PUMPS FOR 
MULTI-CYLINDER COMPRESSION IGNITION ENGINES 



1. Scope — Specifies the maximum dimensions for three and four slot mounting flanges of 
in-line fuel injection pumps for multi-cylinder diesel engines. 

2. Dimensions — Shall conform to those given in 2.2 and 2.3. 

2.1 Dimensions other than those specified in 2.2 and 2.3 may be used for special applications 
subject to agreement between the purchaser and the manufacturer. 

2.2 4-Slot Mounting Flange — Applicable for 3 ( 4 and 6 cylinder engines ( see Fig. 1 & Notes 1 and 2). 

2.3 3-Slot Mounting Flange— Applicable for 2,3,4 and 6 cylinder engines ( see Fig. 2 & Notes 1 and 2 ). 

Note 1 — For shaft end details see Indian Standard 'Dimension for tapers for shaft ends and hubs for fuel 
Injection equipment ( under preparation )'. 

Note 2 — Details not specified may be selected suitably. 

2.4 For 2-cylinder fuel injection pumps, mounting flanges shall conform to Fig. 3. 



EXPLANATORY NOTE 



In the preparation of this standard considerable assistance has been derived from 
DIN 73365 Blatt 4 Einspritzpumpen fur dieselmotoren — Dreischlitz — und Viersulitz — Bejestigungs 
flansch — (Injection pumps for diesel engines, three slots and four slots mounting flange, issued 
by DIN Deutsches Institut for Normung. 
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All dimensions in millimetres. 
FIG. 1 4-SLOT MOUNTING FLANGE 




All dimensions in millimetres 
FIG. 2 3-SLOT MOUNTING FLANGE 
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MOUNTING DETAILS FOR *17 CONE (D) 
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MOUNTING DETAILS FOR $20 CONE (D) 



All dimensions in millimetres, 
FIG. 3 MOUNTING FLANGES FOR 2 CYLINDER FUEL INJECTION PUMPS 



